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a little later, in 1113, Arnold, a lay brother of Croyland
Abbey, was reckoned ' a most scientific master of the
art of masonry '.-1
During the twelfth century we have frequent mention
of a military architect in the person of Ailnoth ' the
engineer ' (ingeniator), whose name shows him to have
been a native Englishman. He was surveyor of the
king's buildings at Westminster and the Tower in 1157,
and was in charge of building operations at Windsor
from 1166 to 1173; the following year he carried out
repairs at Westminster Abbey after" a fire, and he also
superintended the destruction of the castles of Framling-
ham and Walton.2 Early in the reign of Henry III we
meet one of the great architects of the Middle Ages,
Elias de Derham,3 who was in charge of the building of
the new cathedral of Salisbury from its start in 1220
till his death in 1245. In 1220 he was employed with that
other ' incomparable artist', Walter de Colchester,
sacrist of St. Albans, on the shrine of St. Thomas at
Canterbury, where he was again employed by Arch-
bishop Edmund in 1239, From 1230 to 1235 he was in
charge of building operations at Winchester; he was also
connected for a while with Wells Cathedral, and there
is some reason to believe that he may have done some
work at Lincoln. In Elias de Derham we have an
unusually close approach to the modern architect, as
he was a clerk, a canon of Salisbury, and therefore had
probably not had the practical training in mason-craft
which most mediaeval architects possessed ; at the same
1 Roy. Inst. oj Architects, 1862, 37.
3 Hope, Windsor Castle, 19;   cf.  Maurice ' the engineer',  who
worked on the castles of Newcastle (1174) and Dover (1181-2).
3 Arch. Journ., xliv. 365-71.